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Message Text 


UNCLASSIFIED 

PAGE 01 IBADAN 00157 242329Z 
64 

ACTION AF-06 

INFO OCT-01 ISO-00 EB-07 /014W 

035294 

R 230730Z APR 75 
FM AMCONSUL IBADAN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1869 
AMEMBASSS LAGOS 

UNCLAS IBADAN 157 

COMMERCE FOR MEPD 

E. O. 11652: N/A 
TAGS: BEXP, NI 

SUBJ: MAJOR PROJECT, IBADAN SEWAGE SYSTEM 

REE: IBADAN 0053, FEBRUARS 7, 1973, STATE 048503 OF MARCH 4, 1975 

1 . REGRET LONG DELAY IN REPLYING DUE TO INABILITY TO CONTACT 
INFORMANTS. SULU F WASTE DISIOSAL BOARD PLANS TO WRITE TO 
SCHACHT AND JOHNSON AND OTHER INTERESTED PARTIES ON MAY 1. HE 
SAYS HE WILL ADDRESS QUESTIONS IN STATE REFTEL. 

2. TENTATIVE ANSWERS TO QUESTIONS IN STATE REFTEL AS FOLLOWS: 

A) MACLAREN INTERNATIONAL (AFRICA) LIMITED, IBADAN, A SUBSIDIARIES 
OF MACLAREN OF CANADA DID THE DESIGN WORK UNDER A UNDP GRANT AND 
IS ALSO COMPETING FOR THE RATE STUDY. 

B) PROJECT TO SERVE CITY OF IBADAN (1 MILLION PEOPLE APPROX.) 

DO NOT KNOW WHAT PERCENTAGE OE CITY TO BE INCLUDEDIN SYSTEM. 
ACCORDING TO SULU, DETAILS ARE CONTAINED IN THE MASTER PLAN. 

C) STUDYSHOULDBE COMPLETED WITHIN SIX MONTHS. IT WILL HAVE 
TWO PARTS, SEWAGE DISPOSAL AND REEUSE DISPOSAL. 

D) WASTE DISPOSAL BOARD WILL FINANCE THE STUDS. EXACT MECHANISM 
UNKNOWN. 
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